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St. Mark’s Square, Venice. The Piazza of St. Mark, 
a square paved with stone and marble, 192 yards in length 
anc} 60 to 90 in breadth, “ is the heart of Venice.” On 
three sides it is enclosed by noble buildings and palaces, 
most impressive by moonlight. St. Mark’s, on the east 
side of the square, dates back a thousand years, and its 
mosaics are world-famous. The Campanile (322 feet 
high, collapsed in July, 1902; was rebuilt and dedicated, 
St. Mark’s Day (April, 25th, 1912. 
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